Federal Communications Commission 
P | | D | | ( N O | | ( = 445 Twelfth Street SW 
Washington, D.C. 20554 


News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 28328 Broadcast Applications 9/19/2014 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


AM STATION APPLICATIONS FOR AMENDMENT RECEIVED 


ME BR-20131126ASP WAEI 3670 BLUEBERRY BROADCASTING, Amendment filed 09/16/2014 


E 910KHZ LLC 
ME, BANGOR 


FM TRANSLATOR APPLICATIONS FOR ASSIGNMENT OF LICENSE ACCEPTED FOR FILING 


SC BALFT-20140916AAE W275BJ 138758 TUGART PROPERTIES, LLC Voluntary Assignment of License 
To: CARON BROADCASTING, INC. 
Form 345 

AZ BALFT-20140916AAF K228XO 30598 MICHAEL PIAZZA, LLC Voluntary Assignment of License 
To: BIGDOG COMMUNICATIONS LLC 
Form 345 

AZ BALFT-20140916AAG K265Cl 41608 MICHAEL PIAZZA, LLC Voluntary Assignment of License 
To: BIGDOG COMMUNICATIONS LLC 
Form 345 

AZ  BALFT-20140916AAH K257CD 38482 MICHAEL PIAZZA, LLC Voluntary Assignment of License 

E 99.3 MHZ AZ, PHOENIX, ETC. pom MISSE Ie EDS 

To: BIGDOG COMMUNICATIONS LLC 
Form 345 
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News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 28328 Broadcast Applications 9/19/2014 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


FM TRANSLATOR APPLICATIONS FOR ASSIGNMENT OF LICENSE ACCEPTED FOR FILING 


MI BALFT-20140916AAN W232BH 148503 EDUCATIONAL MEDIA Voluntary Assignment of License 
E evens FOUNDATION From: EDUCATIONAL MEDIA FOUNDATION 
MI HOLLY To: FAMILY LIFE BROADCASTING SYSTEM 
, Form 345 
ID BALFT-20140916ACC K288EU 37168 THOMAS D. HODGINS Voluntary Assignment of License 
E 105.5 MHZ ID, | LEWISTON & CLARK From: THOMAS D. HODGINS 
To: NEZ PERCE TRIBE 
Form 345 


LOW POWER FM APPLICATIONS FOR ASSIGNMENT OF LICENSE ACCEPTED FOR FILING 


KY BALL-20140916ABX WJJA-LP 133924 APPALACHIAN MEDIA Voluntary Assignment of License 
E 985MHZ OUTREACH From: APPALACHIAN MEDIA OUTREACH 
KY, EAST BERNSTADT m PD THEAGT KENTUCKY ECO RESEARCH 


FM STATION APPLICATIONS FOR ASSIGNMENT OF PERMIT ACCEPTED FOR FILING 


SC  BAPH-20140916AAD WLTE 170949 GEORGIA-CAROLINA WIRELESS, voluntary Assignment of Construction Permit 
E 959MHZ LLC From: GEORGIA-CAROLINA WIRELESS, LLC 
SC,  PENDLETON To: CARON BROADCASTING, INC. 
Form 314 
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News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 28328 Broadcast Applications 9/19/2014 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


FM TRANSLATOR APPLICATIONS FOR ASSIGNMENT OF PERMIT ACCEPTED FOR FILING 


OH BAPFT-20140916ABH W258CK 142648 STARBOARD MEDIA Voluntary Assignment of Construction Permit 
E 995MHZ FOUNDATION, INC. From: STARBOARD MEDIA FOUNDTION, INC. 
OH, YOUNGSTOWN To: SANDBLAST, L.P. 
Form 345 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR CP EXTENSION ACCEPTED FOR FILING 


AL  BEP-20140916ABG WHBD-LD AUBURN NETWORK, INC. Extension of time to complete digital construction permit: 
E 185816 AL, AUBURN BNPDTL-20100429ACJ 
CHAN-38 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR DIGITAL COMPANION CHANNEL ACCEPTED FOR FILING 


VA BDCCDTL-20140916ACA NEW 198299 WMTM, LLC Minor change of callsign . 
E CHAN-45 VA, WOODSTOCK 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR LICENSE TO COVER ACCEPTED FOR FILING 


TX  BLDTL-20140915ACU KKSB-LD ANOINTING WINDS, INC. License to cover construction permit no: BMPDTL-20131114BTJ, 
E 183920 TX, MIDLAND callsign KKSB-LD. 
CHAN-32 
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News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 28328 Broadcast Applications 9/19/2014 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR LICENSE TO COVER ACCEPTED FOR FILING 


CA BLDVL-20140916ABL KO7ZK-D 187515 WILLIAM J. JAEGER License to cover construction permit no: BMPDVL-20140808AAB, 
E  CHAN-7 CA, MONTEREY callsign KO7ZK-D. 

VS B DTI ept plo K26KC-D 182559 EICB-TV EAST, LLC License to cover construction permit no: BPDTL-20140818AFS, 
E | CHAN-26 TX, | MINERAL WELLS callsign K26KC-D. 


FM STATION APPLICATIONS FOR LICENSE TO COVER ACCEPTED FOR FILING 


HI BLH-20140915ACE KZZV 189523 VIRTUES COMMUNICATIONS License to cover. 
E 943MHZ NETWORK LLC 
HI, HANAPEPE 


FM TRANSLATOR APPLICATIONS FOR LICENSE TO COVER ACCEPTED FOR FILING 


LA  BLFT-20140916AAK K249DI 84546 PROVIDENCE EDUCATIONAL Liċense to cover: 
E gosni FOUNDATION 


LA, HOUMA 
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REPORT NO. 28328 


STATE FILE NUMBER 


PUBLIC NOTICE 


News media information 202 / 418-0500 


E/P CALL LETTERS 


Broadcast Applications 


APPLICANT AND LOCATION 


FM TRANSLATOR APPLICATIONS FOR LICENSE TO COVER ACCEPTED FOR FILING 


MI 


AK 


FL 


FL 


BLFT-20140916AAQ 


BLFT-20140916AAW 


BLFT-20140916ABD 


BLFT-20140916ABE 


CO BLFT-20140916ABT 


W252BX 148665 
E 98.3 MHZ 


K229CV 139013 
E 93.7 MHZ 


W202CB 151584 
E 99.1 MHZ 


W207BU 151587 
E 99.9 MHZ 


K249BX 41275 
E 97.3 MHZ 


EDUCATIONAL MEDIA 
FOUNDATION 


MI , DETROIT 


VOICE FOR CHRIST MINISTRIES, 
INC 


AK, KALSKAG 


REACH COMMUNICATIONS, INC. 
FL, BAYONET POINT 


REACH COMMUNICATIONS. INC. 
FL, BAYONET POINT 


KBDX L.L.C 
CO, EAST SALT CREEK, ETC 


NATURE 


License to cover. 


License to cover. 


License to cover. 


License to cover. 


License to cover. 


Federal Communications Commission 
445 Twelfth Street SW 
Washington, D.C. 20554 


Recorded listing of releases and texts 202 / 418-2222 


9/19/2014 


OF APPLICATION 
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REPORT NO. 28328 Broadcast Applications 9/19/2014 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


FM TRANSLATOR APPLICATIONS FOR LICENSE TO COVER ACCEPTED FOR FILING 


MI — BLFT-20140916ABU W266CG 142070 FAMILY LIFE BROADCASTING To 
E 101.1 MHZ SYSTEM 
MI, BATTLE CREEK 
OK BLFT-20140916ACE K232ET 142074 THE LOVE STATION, INC. E cover 
E 943MHZ OK,  SHAWNEE 
NY  BLFT-20140916ACP W202AR 60893 SOUND OF LIFE, INC. Hirautcqdusun 
E 899MHZ NY, | NEWBURGH 


AM STATION APPLICATIONS FOR MAJOR MODIFICATION TO A LICENSED FACILITY ACCEPTED FOR FILING 


NY BMJP-20140721ADC WRCR 64556 ALEXANDER BROADCASTING, AM Auction 84 
E 1700KHZ INC. Major change in licensed facilities. 
NY, SPRING VALLEY Engineering Amendment filed 08/13/2014 
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News media information 202/418-0500 Recorded listing of releases and texts 202 / 418-2222 


REPORT NO. 28328 Broadcast Applications 9/19/2014 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 
AM STATION APPLICATIONS FOR MINOR AMENDMENT TO A CONSTRUCTION PERMIT RECEIVED 


FL BP-20140609ACA WKAT 27713 CARON BROADCASTING, INC. Engineering Amendment filed 09/16/2014 
E 1360 KHZ FL, NORTH MIAMI 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY ACCEPTED FOR FILING 


ID BPDTL-20140916ABW KFLL-LD 183638 DTV AMERICA CORPORATION Minor change in licensed facilities, callsign KFLL-LD. 
E  CHAN-25 ID , BOISE 


FM TRANSLATOR APPLICATIONS FOR MINOR CHANGE TO A LICENSED FACILITY 


NJ  BPFT-20140721AEG W276AQ 46437 BRIDGELIGHT, LLC Minor change in licensed facilities, callsign W276AQ. 
E 103.1 MHZ NJ, FORT LEE ce ritis 
Informal Objection filed 09/02/2014 by DENNIS JACKSON 
Informal Objection Filed 09/08/2014 by BRIDGELIGHT LLC 


FM BOOSTER APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT ACCEPTED FOR FILING 


WA BMPFTB-20140916AAZ KGZG-FM1 RADIO STATION KMJY, LLC Mod of CP 


g 199914 WA, SPOKANE 
104.5 MHZ 
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REPORT NO. 28328 Broadcast Applications 9/19/2014 


STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


FM TRANSLATOR APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT ACCEPTED FOR FILING 


VA  BMPFT-20140916AAV W275BV 144808 STARBOARD MEDIA Mod of CP 
E 102.9 MHZ FOUNDATION, INC. 


VA, WINCHESTER 


LOW POWER FM APPLICATIONS FOR MINOR MODIFICATION TO A CONSTRUCTION PERMIT ACCEPTED FOR FILING 


VA BMPL-20140916AAA WPVC-LP PROMISE LAND Low Power FM Mod of CP to chg 
E 192897 COMMUNICATIONS 
94.7 MHZ VA , CHARLOTTESVILLE 
VA  BMPL-20140916AAB NEW 194996 GENESIS COMMUNICATIONS Low Power FM Mod of CP to chg 
E 97.9 MHZ VA , CHARLOTTESVILLE 


FM TRANSLATOR APPLICATIONS FOR MODIFICATION OF LICENSE ACCEPTED FOR FILING 


AK  BMLFT-20140916AAY K232DW 139020 VOICE FOR CHRIST MINISTRIES, License to modify. 


E 94.3 MHZ INC 
AK,  QUINHAGAK 
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REPORT NO. 28328 Broadcast Applications 9/19/2014 
STATE FILE NUMBER E/P CALL LETTERS APPLICANT AND LOCATION NATURE OF APPLICATION 


FM BOOSTER APPLICATIONS FOR ORIGINAL CONSTRUCTION PERMIT ACCEPTED FOR FILING 


PR BNPFTB-20131107AAX WYAS-1 195182 RADIO SOL 92, WZOL, INC. CP New Station. 
E 92.1 MHZ PR, CAROLINA 


Petition to Deny Filed 03/20/2014 by NEW LIFE BROADCASTING CORF 


Petition to Deny Dismissed 9/16/2014 by New Life Broadcasting Corp 
(Petitioner) - no letter sent. 


Petitions to deny this application must be on file no later 
than 30 days from the date of the notice accepting this 
application for filing. 


AM STATION APPLICATIONS FOR RENEWAL ACCEPTED FOR FILING 


AZ  BR-20130430ADG KRVZ 17390 WSK FAMILY TRUST (CATHY Renewal of License. 
KONOPNICKI 
E OO MANAGER/TRUSTEE) 


AZ, SPRINGERVILLE 


DIGITAL TRANSLATOR OR DIGITAL LPTV APPLICATIONS FOR RENEWAL ACCEPTED FOR FILING 


OR BRDTL-20140915ADA K23CU-D 10890 CHRIST LOVES YOU Renal oP license: 
E CHAN-23 BROADCASTING, INC. 


OR, PRINEVILLE 
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